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Message Text 



UNCLASSIFIED 

PAGE 01 COPENH 00002 061156Z 
53 

ACTION OC-06 

INFO OCT-01 CCO-OO ADP-00 /007 W 

015320 

R061125Z AUG 73 
FM AMEMBASSY COPENHAGEN 
TO CDR FT DEVENS MA //SFSC // 

INFO SECSTATE WASHDC 0000 

USCINCEUR 

USCINCLANT 

USCINCPAC 

USSOUTHCOM 

UNCLAS COPENHAGEN 0002 
STATE FOR A/OC 

ZUI RUEDGEA 5978 2142139 O 022120Z AUG 73 

FROM CDR FT DEVENS MA //SFSC// RESULTING IN AFTER-HOURS CALL-OUT 
OF PERSONNEL... 

ABOVE IN REF TO FOLLOWING BULLETINS: 

SUBJ: DOD USE OF OPERATING SIGNAL ZZI 

REF: A. MCEB 1743/JAFPUB 13/7203 185 8Z FEB 72 

B. MCEB 1745/JAFPUB 14/7203 1859Z FEB 72 

C. USCINCEUR 121620Z APR 73 TO AIG 996 

D. DIA 062106Z APR 73 

E. 89 MAWG ANDREWS AFB 162330Z APR 73 

F. USAMMCE EIN SIEDLERHOG GER/AEZMC-MMC-IC 
180040Z FEB 73 

REQUEST ZZI PROCEDURES AS OUTLINED ABOVE REFS PROVIDING FOR 
EXEMPTION FROM DELIVERY OF IMMEDIATE TRAFFIC WHEN FACILITIES ARE 
CLOSED, BE IMPLEMENTED BY YOUR COMMAND. 

REFTEL AND MESSAGES/SERVICES OF SIMILAR CONTENT ARE ACTED ON ONLY 
DURING DUTY HOURS. 

HOURS OF OPERATION THIS FACILITY ARE 0600Z TO 1800Z MON-FRI; 

0600Z TO 1200Z SAT; CLOSED SUNDAY AND U.S. HOLIDAYS 

DUNNIGAN 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 COPENH 00002 061156Z 
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UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973COPENH00002 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: COPENHAGEN 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730854/aaaabnvb.tel 

Line Count: 60 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A.MCEB 1743/JAFPUB 1 3/72031 858Z FEB, B.MCEB 1745/JAFPUB 14/72031 859Z FEB, C.USCINCEUR 1 21 620Z APR 73 TO AIG 99, 

D.DIA 0621 06Z APR 73, E.89 MAWG AN DREWS AFB 1 62330Z APR 73, F.USAMMCE EINSIEDLERHOG GER/AEZMC-MM 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17-0ct-2001 by reddocgw>; APPROVED <07-Jan-2002 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DOD USE OF OPERATING SIGNAL ZZI 
TAGS: n/a 

To: CDR FT DEVENS MA //SFSC// SECSTATE WASHDC USCINCEUR USCINCLANT USCINCPAC USSOUTHCOM 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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